Message 


From: Pontes, Rebecca (DPH) [/0=C0MM0N WEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=REBECCA. PONTES] 

Sent: 9/21/2012 10:36:43 AM 

To: Farak, Sonja (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Sonja.Farak] 

Attachments: Balance 2A Calibration Log.xls 


Rebecca Pontes 
Department of State Police 
Amherst Drug Laboratory 
637 North Pleasant Street 
Amherst, MA 01003 
413-545-2607 lab 
413-545-2608 fax 
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